144
RESERVOIRS FOR IRRIGATION, WATER-POWER, ETC.
to November 1st, when freezing weather forced a suspension of operations. The best average work for 30 days was 46,000 cubic yards delivered at a cost of 6.5 cents per cubic yard for labor.
The depth of filling at the down-stream toe was 55 feet, at the upstream toe, 43 feet, and in the center, 18 feet.    The material delivered
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at the two slopes was clean rock and gravel of all sizes up to about 2 cubic feet, while in the center the puddle clay was of fine texture, leaving little to be desired as an impervious core, whose base measurement exceeds 500 feet up and down stream. The material was delivered to the dam through square flumes, lined with slabs and round poles to take the wear, and laid on a grade of 7%. The volume of water used was about 26 second-feet.